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CONFIDENTIAL 

PAGE 01 PORT 0 01201 231125Z 
43 L 

ACTION SS-20 

INFO OCT-01 ARA-16 ISO-OO SSO-OO DRC-01 RSC-01 /039 W 

011106 

R 231 100Z MAY 74 
FM AMEMBASSY PORT OF SPAIN 
TO SECSTATE WASHDC 6440 

CONFIDENTIAL PORT OF SPAIN 1201 

E.O. 11652: NGDS 
TAGS: PFOR, TD 

SUBJECT: PRIME MINISTER ENCOURAGES VISIT BY SECRETARY KISSINGER 
FOR THE SECRETARY 

DEPT PI .EASE PASS TO SECRETARY'S PARTY 
REF: USUN 1871 

U WHEN I MET PRIME MINISTER ERIC WILLIAMS AT THE AIRPORT UPON HIS 
RETURN FROM NEW YORK LATE EVENING MAY 21, HE EXPRESSED HIS 
PLEASURE AT YOUR PERSONAL MESSAGE TO HIM (STATE 98694) WHICH HAD 
BEEN DELIVERED TO HIM BY AMBASSADOR SCALI IN NEW YORK. HE NOTED 
THAT HE REGRETTED THAT IN HIS OWN REPLY TO YOU (REFTEL) HE HAD 
INDICATED PESSIMISM OVER THE OUTCOME OF YOUR DISENGAGEMENT EFFORTS 
IN THE MIDDLE EAST AND HE WAS ENCOURAGED BY THE MORE RECENT NEWS 
THAT SOME AGREEMENT MIGHT BE POSSIBLE. HIS LETTER HAD BEEN 
WRITTEN IMMEDIATELY AFTER MAALOT INCIDENT AND ISRAELI RETALIATION. 

2. DR. WILLIAMS ASKED ME WHEN YOU WOULD BE COMING TO THE CARIBBEAN. 
NATURALLY, I INDICATED THAT I WAS NOT AWARE OF ANY IMMEDIATE PLANS. 
HE EXPRESSED HIS GREAT INTEREST IN HAVING YOU HERE IN TRINIDAD AS HIS 
GUEST IF YOU EVER FIND IT POSSIBLE TO BE IN THIS AREA. 

MILLER 

NOTE BY OC/T: NOT PASSED SECRETARY'S PARTY. 

CONFIDENTIAL 
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